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NORTH  CONGREGATIONAL  CHURCH,  Woodbury, 
Conn.  Construction  of  the  Meeting  House  begun 
in  1814,  completed  in  1816.  Church  organized 
Dec.  25th  1816.  Major  alterations  and  additions 
1954,  and  1965. 
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